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1 . REF. “A" REFLECTS THAT #2 LOX CONVERTER ON 053 
WAS CHANGED FOR LEAK DISCOVERED DURING PREFLIGHT PRIOR TO 
MISSION C-191-C. REF. H B" STATED THAT YOU HAD JUST RECEIVED 

A LOX CONVERTER TO INSTALL IN 053 WHICH PREVENTED CANNIBALIZATION 
OF 051 , 9 JUNE 71 . REQUEST YOU ADVISE HOW THE ADDITIONAL LOX 
CONVERTER WAS ACQUIRED. REQUEST THE NU^ER OF LOX &NVERTERS 
ON HAND SERVICEABLE AND REPARABLE. 

2. PLS ADVISE THE LOX SYSTEM PRESSURE READINGS IN SYSTEMS 

1 AND 2 AFTER COMPLETION OF MISSION C-191-C. REF. "C" INDICATES 
THAT BOTH #1 AND #2 SYSTEMS INDICATE LOW PRESSURE. 

END OF MESSAGE 


D/fVOSA 

RELEASING OFFICER 


C OORDINATING OFFjCERS 


COORD: SUPPLY +Q. t k?< 



SECRET 


ig «a4 


Approved For Release '2UU37 Tl 12b : UA-KUH / 4B00'4^00(JZO(JO6y W6^ ,CAT,NG OFFICER 
REPRODUCTION !iY OTHER THAN THE ISSUING OFFICE IS PROHIBITED. Copy Ho. 






